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PART IV 


Private Advertisements and Miscellaneous 

Notifications 


Department of Indigenous Medicine 

RE-TENDER NOTICES 

( 1 ) 

No. C/3845/11/AVCH. 2nd February 2012. 

Sealed competitive tenders are invited for the 
Repainting and maintenance work of Doors and Windows 
at Government Ayurveda College Hospital, 
Thiruvananthapuram. 

Tenders should be superscribed “Repainting and 
maintenance work of Doors and Windows” addressed to 
the Superintendent, Government Ayurveda College 
Hospital, Thiruvananthapuram. The last date of receipt 
of tenders will be at 3 p. m. on 6-3-2012. The late 
tenders will not be accepted. The tenders will be 
opened at 3.30 p. m. on 6-3-2012 in the presence of such 
of the tenderers or their authorized representatives who 
may be present at that time. 


Intending tenderers may on application to the 
Superintendent, Govt. Ayurveda College Hospital, 
Thiruvananthapuram to obtain tender forms on which 
tenders should be submitted along with the specification 
of the material to be supplied. Application for the tender 
form should be accompanied by cash remittance of ' 628 
(cost of tender form ' 600 + VAT ' 28) which is the price 
fixed for a form and which is not refundable under any 
circumstances. Tender forms are not transferable. Sale of 
tender forms will be closed at 1 p. m. on 6-3-2012. 
Cheques, Postal Orders etc. will not be accepted towards 
the cost of forms. Those who wish to purchase tender 
forms by post shall send an additional amount of ' 50 by 
money order to cover postal charges. Duplicate tender 
form if required will be issued at 314 (cost of tender form 
' 300, VAT 14) per copy. 










Intending tenderers should deposit an amount of 1% 
of the cost quoted rate as Earnest Money Deposit by 
Demand Draft in favour of the Superintendent, Government 
Ayurveda College Hospital, Thiruvananthapuram together 
with an agreement in Kerala Stamp Paper worth 
100. The rate quoted shall remain firm for one year 
from the date of acceptance of the tender. The 
Superintendent, Government Ayurveda College Hospital, 
Thiruvananthapuram will have powers to postpone/cancel 
the tender, without stating any reason. 

cfnlffljQjcnawnjjoo cfl(U6n3ff>!2aJ' Gtft>o<sgej 

(3ra)aDjnJt.®II<s2)1fflej ojoc3anj<a>g1fflej gogcftto gsoDoeiAgjo <uo«5)1ej2<ft>g2o 
nJ6TT)1 S)dJW (0) 0nJ<12)1 ($“ CfflOSl W cSOJ (TO (0)1 ODjo, GSOW QIO 
cft.cuojc9>c(3 (lilcsKOsmo ©^a^arocoflaDjo (oioejnjo^ajggaiolras 
(rilcmjo £Bjt3 ajij 3 (3<^ejocrujca>(A dftfld6Trfliq)0.ft)O33)aim. 

650(200 3(3<^ej00TUJtft)gJo 8S)1OJ(U0DfW)nJJOo (3T5)®)J(3(Saj3 
<2cft>0(2g83 C3re)ODJoJ(.®)1 CrUj(.nJ6TTgl6)Cl3 (2 21(03 oil &J 0 CTO (013)1 (03 
®)^oooc96)1 cruloS 6 - 3-2012 giycracse) 

3 (21611)1(1100 nJ6TT)1 6)iK§iJQJOa3 gnJ(2CD)OCn1o9S)J(m <TU0CJL)Cn63T3gJff)S 
eilom (tuc-ldIctoo cruffl^ojlcOffloajjaTKmosrn. oracnojanfflcm 

g^J(b>c00;j(2C0rc9do 3.30 (2)6Tn1cS2)<S0 3(3n£10(n)Jcft>(/5 <T)lcQ)l210<T)J(TU 
O 6 TD 0 «5)jo<fl6)2aTKroocnilo1(fl6)jo. craoocnooj ca>offl 6 m(ucraoejjo 
3(3<^ejocru (2a£ioo63Bc^ 6)6><£h(hooo OsjQgooS njoslejooroxmotsjjcmj. 
a^aejocno <2nC0063Bgj6is oileiojcn 6-3-2012 g^joffi<flo 1 asmlcoo 
mreajfruocnlceojaTKroosrn . csan 0o6S13 u3 (0)nJ0(03 ao(3a)o 
(3re)aico^ajggoic3 acS^eiocru cBaDooraKolonS ciilej(scQ>o90O(/3 ' 50 
cftqsjrairaS ffl6m1eco)o^cuK3 (3re>cQ)1 tora coi ®> e c9© 6re ®)0 a jan,}. 
a(3aejocru cruolooiTjsjraTml ao 03 a 3 cm wilcffitml aij«no3 30j 

mocnx!5Tt5)1cncft)0 nJ6rril oJ2(3oro)1co)0(2c96)6ne«J)06rn. 6303 3(3<^eio 
01)1003 (Ulei ' 628 (' 600+28 <UOO) (OD^njlGcOOg (2 a0 00(310)100^ 
ailej ' 314 ). 

nj]o1n_p^| a(3neiooro (SaDoorarwIdcnoasorijo c^smlcsMOOQiaa^moQffl 
0210(013)0 (nioceoloag 1 % (630j traco)fflO(no) ooloKni.aai^oroflcn 

(0)1ojai(ncro)oJ2fflo rare)® 3(8(2(113 (2c&>o<2g83 (OT^uojoJLtO)! 

(n)jLoJ 6 nel 0 (i 3 CruoloS n^sjcoro) (odociDojo ' 100-008 < 2 <ft> 0 g 
odoouooo) mjLOnJttoxoioilioS co 6 U 0 o_|sj(aTO)l<i» 003 n®(.u)l 0 aagjo 

oT) 0 SS O 0 (2 c90 6113 (0) 0 617) . a$0(O)O03 0SCl8(U)OJo cfti0ffl6TT)o 

eft. o 6ml c90 o 0 ( 0 ) cnl o arbl c90 o <2 ao o a o ol oi <r» <00 o <2 on o 333 
(3iaU)1cft>O0o (0)1«)JQ1OXT0)nJJfflo (31c))(D)3(3<2C113 <2cft>0(2gK! C3T5)OajoJL®)1 
(rujLoJsnelraii (nlesiadlojcoifflomilolcoojo. 

1. Panchakarma and Male and Female Ward 

(1) Repairing the doors and windows shutters for 
easy opening and closing. 

(2) Scraping and cleaning the old painted doors 
and windows thoroughly with machine after 
removing the shutters from frame and refixing it 
after the work is completed. 

(3) S/F 100 mm iron but hinges after removing the 
damaged one. 

(4) Supplying and fixing 4 mm thick plain glass to 
the windows and ventilators after removing the 
broken one. 


(5) Painting with synthetic channel paint two coat 
over a coat of primer. 

(6) Labour engaged for cleaning the waste 
materials. 

(7) Plastering with C. M. 1:4, 12mm thick to the 
damaged portions. 

2. O. P. Block 

(1) Repairing the doors and windows, shutters for 
easy opening and closing. 

(2) Scraping and cleaning the old painted doors 
and windows thoroughly with machine after 
removing the shutters from frame and refixing it 
after the work is completed. 

(3) S/F 100 mm iron but hinges after removing the 
damaged one. 

(4) Supplying and fixing 4 mm thick plain glass to 
the windows and ventilators after removing the 
broken one. 

(5) Painting with synthetic enamel paint two coat 
over a coat up primer. 

(6) Labour engaged for removing the existing 
damaged PVC door. 

(7) Supplying and fixing PVC door with door it 
the tribe. 

(8) S/F CP long body tap. 

(9) S/F PVC flush after removing the damaged one. 

(10) Labour engaged for repairing the water supply 
sanitary fittings. 

(11) Cleaning the face up glazed tiles using vim 
powder or diluted hydrochloric acid. 

( 2 ) 

No. C/1918/11/AVCH. 2nd February 2012. 

Sealed competitive tenders are invited for the Yard 
Modification work in front of Government Ayurveda 
College Hospital, Thiruvananthapuram. 

Tenders should be superscribed “Yard Modification 
work in front of Government Ayurveda College Hospital, 
Thiruvananthapuram.’’addressed to the Superintendent, 
Govt. Ayurveda College Hospital, Thiruvananthapuram. 
The last date of the receipt of tenders will be at 3 p. m. 


on 6-3-2012. The Late tenders will not be accepted. The 
tenders will be opened at 3.30 p. m. on 6-3-2012 in the 
presence of such of the tenderers or their authorized 
representatives who may be present at that time. 

Intending tenderers may an application to the 
Superintendent, Govt. Ayurveda College Hospital, 
Thiruvananthapuram to obtain tender forms on which 
tenders should be submitted along with the specification 
of the material to be supplied. Application for the tender 
form should be accompanied by cash remittance of 317 
(cost of tender form ' 300 + VAT 17) which is the price 
fixed for a form and which is not refundable under any 
circumstances. Tender forms are not transferable. Sale 
of tender forms will be closed at 1 p. m. on 6-3-2012. 
Cheques, Postal Orders etc. will not be accepted towards 
the cost of forms. Those who wish to purchase tender 
forms by post shall send an additional amount of 50 
by Money Order to cover postal charges. Duplicate tender 
forms, if required will be issued at 159 (cost of tender 
form ' 150, VAT 9) per copy. 

Intending tenderers should deposit an amount of 1% 
of the cost quoted rate as Earnest Money Deposit by 
Demand Draft in favour of the Superintendent, Government 
Ayurveda College Hospital, Thiruvananthapuram together 
with an agreement in Kerala Stamp Paper worth 
100. The rate quoted shall remain firm for one year 
from the date of acceptance of the tender. The 
Superintendent, Government Ayurveda College Hospital, 
Thiruvananthapuram will have powers to postpone/cancel 
the tender, without stating any reason. 
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Detailes of Work 

1. Raising the existing drain using cement 
concrete 1:2:4 using 20mm BS 

2. Plastering with C.M.1:2, 12mm thick two coat to 
the drain 

3. Filling the yard with M.sand and 6 mm chips 
including cost up all materials and labour 

4. Dismantling the existing damaged RRN around 
trees and clearing the site 

5. Maronory work using cement concrete block 
using the C.M. 1:6 including cost of all 
materials and labour etc. complete. 

6. Plastering with C.M. 1:4 12mm thick one coat 
etc. complete 

7. Labour engaged for cleaning the waste 
materials. 

Office of the Superintendent, 

Govt. Ayurveda College Hospital, (Sd.) 

Thiruvananthapuram. Superintendent. 


